SPECIFICATIONS 



ChameJs 
CTCSSGodss 
Operating Frequency 
Pcv\er Source 

Output Povver 
BatlEry Life 



Frequency Chart 



Ch. 
1 

2 
3 
4 
5 
6 
7 



Freq, 

462.5625 

462.5875 

462.6125 

462.6375 

462.6625 

462.6875 

4627125 



8GIVRS/7FRS 

38 Sut>AjdbeTones 

UHF 462.5625- 462.7250 MHz 

4 AAA Alkaline Batteries or 

NirvH Battery Pack 

2WCcinduclEd 

25 Hours - Alkaline Batteries 

(5/5/90cUycyde) 

15 Hours - NilVH Battery Pack 



Ch. 

8 

9 

10 

11 

12 

13 

14 

15 



Freq. 

462.5750 

462.6250 

462.6750 

462.5500 

462.6000 

462.6500 

462.7000 

462.7250 



CTCSS Chart (Hz) 
Code Freq. 
0 
1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 



67.0 
71.9 
74.4 
77.0 
79.7 
825 
854 
885 
915 

ms 

3TA 

100.0 

1035 

107.2 

110.9 

114.8 

11E8 

1230 

127.30 



Code 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 



Freq. 
131.8 
1365 
141.3 
1462 
151.4 
1567 
162.2 
167.9 
1738 
179.9 
185,2 
192.8 
2035 
210.7 
2iai 
225,7 
2336 
241.8 
250.3 



FCC Information 

THs da/ice corrplies wth Part 15 of tine FCC Rules. Cperation is sut^ecttpthefollovung comitions: 
"This dsyice rray not cause harrrfij interference. 

•This de\yice mjst accept any interference recei\«d, inducing interference that rray cause undesired operation. 

Important: Changes or rrodfications to this unit not expressly approved by Uniden could \yoid vour authority to operate this unit Your raoio is set uptotransrrita regulated signal on an assigned frequency It is against the lawto 
alter or adjust the settings inside the raoio to exceed those lirritations. Any adjustrrents to your radio ntEt be made by qualified technidans. 

Portable Radio Operation and SAFt Exposure: \A*ien rransrritring vyth a portable rado, hold the radio in a \«rtical position wth the mcrophone at least 2 inches away tfomthe rrputh. Keep the antenna at least 4 centirreters 
(about 2 inches) fromyour head or body v\jhen transrritting. This rado has been tested for body-wxn operation and rreets FCC RF exposure requrerrents vjren used wth the supplied Uniden belt-clip The use of other body- 
wxn accessories rray not ensure corrpliance wth FCC RF exposure requirerrerts. 

To be safe and sure: 

• Ne\«r open y.i.r ratio's case. 

• Ne\«r change or replace anything in your raoio except the batteries. 

Your rado night cause TV or racio interference e\«n v\jhen it is operating property To deterrrine wnetheryour rado is causing the interference, tun it off. If the interference goes away your rado is causing it Try to elirrinatethe 
interference by rrcMng your rado awayfromthe reoei^r. If you camot elirrinate the interference, the FCC requires that you stop using the rado 

Audio Accessories: Do not operate the rado wth audo accessories at high walurre le\^is. Hearing experts adyise against continuous high walurre operation. If you experience a ringing in your ears, reduce the \olurre le^el or 
dscontinue use. Always make sure the rado is turned off before plugging audo accessories into the accessory jack. 

Hazardous Environments: Do not operate the rado in hazardous environrrents. Explosion or fire rray result Do not operate the rado near unshielded electrical basting caps. Under certain condtions, rados can interfere wth 
basting operations and may cause an explosion. Turn your rado OFF to prevent acddental transrrission v\hen in a blasting area or in areas posted: 'Tun off two-way rado" Construction crews often use rerrote control RF 
dances to set off exdosK^s. 

Care and Safety: To clean the rado, use a soft doth darrpened wth water. Do not use deaners or solvents because they can harmthe body of the unit and leak inside, causing permanent damage. Use a dry lint-free doth to 
dean the battery contacts. Do not subrrerge the unit in water. If the unit gets W2t turn it off and rerro\^the batteries irrmadately Dry the battery corrpartrrent wth a soft doth to rririrrize potential water damage. Lea\ethe 
battery ccrrpartnT=rt co\«r off o\«rnight to ensure corrplete drying Do not use the rado until the unit is completely dry 



ONE YEAR LIMITED WARRANTY 



Irrportart Evidence of original purchase is reqUredfrar warranty service, 
V\ARRANTDR: UNIDEN /WE RICA CORPORATION ('Uriden') 

ELE [VENTS OF \AARRANTY: Uniden v\arrart5, tor one year, to the oricjnal retail oath; this Uniden Product to be tree frcmdefects in materials and craterTanship wth oriy the lirritations or elusions set 
out below 

WARRANTY DURATION: This warranty to the original user shall terrrinate arri be of no further effect TZ months after the date of oricjnal retail sale The warranty is irfcalid if the Product is: 
(A) darraged or not rrairtained as reasonable or necessary (B) rrodrfied, altered, or used as part of any conversion kits, subasserrbies, or any ccnfigurations not sold by Uniden, (C) irrproperiy installed, 
(D) serviced or repaired by sorrecne other than an authorized Uniden service center tor a defect or rralfuncti on covered by this warranty (E) used in any conjunction wth equiprrent or parts or as part of 
an/ system rot manufactured by Uniden, or(F) installed or procjamrred by anyone other than as detailed by the owner's manual for this product 

STATEfVENTOF RENEDY: In the event that the product does not cc*"fcrmto this warranty at any time while this warranty is in effect; warrantor w'll either, at its option, repair or replace the defective unit 
and return it to you wrhout charge for parts, service, or any other cost {except shippi ng and handling) incurred by warrantor or its representatives in connection wth the perforrrance of this warranty 
Warrantor, at its option, may replace the unit wth a newer refurbshed urit THE UrVTTED WARRANTY SET FORTH ABOVE IS THE SOLE AND ENTIRE \AARRANTY PERTAINING TO THE PRODUCT 
AND IS IN UEU OF AND EXCLUDES ALL OTHER WARRANTIES OF ANY NATURE XA/HATSOEVER, WHETHER EXPRESS, IfVPUED OR ARISING BY OPERATION OF LAW, INCLUDING, BUT NOT 
U fVlTEDTO ANY ILVPU ED WARRANTIES OF fVERCHANTABIUTY OR FITNESS FOR A PARTICULAR PURPOSE. THS WARRANTY DOES NOT COVER OR PROVIDE FOR THE REIMBURSEMENT 
OVERPAYfVENT OF INCIDENTAL OR CONSEQUENTIAL DAMAGES. Some states cto not allowthis exdusion or I irritation of inddental or ccrisequential damages so the above I irritation or exdusion may 
not apply to you. 

LEGAL REfvEDIES:This warrarty gi\>es you specific legal rights, and you may also ha\>e other rights which vary fromstate to state. This warranty is void outside the Urrted States of Arrerica. 
PROCEDURE FOR OBTAINING PERFORMANCE OF WARRANTY: If, after fbllow'ng the instructions in the owner's manual you are certain that the Product is defective, pack the Product carefully 
(preferably in its oricjnal packaging). The Product should induce all parts and accessories originally packaged wth the Product Include evidence of oricjnal purchase and a note describing the defect that 
has caused you to return it The Product should be shipped freigrt prepaid, by traceable rreans, to warrantor 

Uniden Arrerica Corporation 
Parts and Service Division 
47CDArron Carter Blvd., Fort Worth, TX 76155 
(BOO) 297-1023, 8 am to 5 pm Central, Monday through Friday 
www uriden.com 



Uniden 



Coueted inder ore or mote of the follow rig U.S. patents: 

4,684,870 4,734,049 4,963,844 5,203,015 5.214,789 5,491.745 

5,497,508 5,517,677 5,526,528 5,557,606 5,574,994 5,610,946 

©2002 Uniden Arrerica Corporation 5,613,201 5,625,870 5,627,876 5,628,059 5,634,196 5,634,205 

All rights reserved • Prirted in China 5,678,176 5,697,096 5,717,312 5,722,070 5,787,345 5,901,341 
UTZZ-380 6,021,326 6,084,861 6,163,691 6,195,415 



